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UNITED STATES DISTRICT COURT 
SOUTHERN DISTRICT OF FLORIDA 
CASE NO. 18-20683-CR-MIDDLEBROOKS 

UNITED STATES OF AMERICA, 

Plaintiff, 

vs. 

KENNETH EUGENE THOMAS, JR., 

Defendant. 

_ / 

ORDER ON MOTION TO SUPPRESS EVIDENCE 
THIS MATTER came before the Court pursuant to Defendant’s Motion to Suppress 
Evidence Seized and Request for Evidentiary hearing (D.E. 116). The motion to suppress was 
referred to Magistrate Judge Chris M. McAliley (D.E. 119). Magistrate Judge McAliley held a 
hearing on December 21, 2018 and December 26, 2018 and entered a Report and 
Recommendation on December 26, 2018 (D.E. 139) recommending that the motion be denied. 
Defendant filed Objections to the Report and Recommendation (D.E. 184) on January 4,2019. On 
that same date, defense counsel notified chambers that the defendant would be changing his plea to 
guilty and an Order referring the plea hearing to Magistrate Judge McAliley was entered. The 
Defendant entered his plea of guilty on January 9, 2019. Therefore, 

ORDERED AND ADJUDGED that the Defendant’s Motion to Suppress Evidence 
Seized (D.E. 116) is DENIED as moot. 



United States District Judge 

cc: Magistrate Judge Chris M. McAliley 

Counsel of Record 





